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Message Text 


CONFIDENTIAL 

PAGE 01 KINSHA 00187 101152Z 
ACTION OC-06 

INFO OCT-01 AF-08 ISO-OO CCO-OO OCL-OO /015 W 

101207Z 122261 /20 

R 101105Z JAN 76 
FM AMEMBASSY KINSHASA 
TO AMEMBASSY MONROVIA 
INFO SECSTATE WASHDC 1209 
AMEMBASSY ACCRA 

CONFIDENTIAL KINSHASA 0187 

MONROVIA FOR ATO; ACCRA FOR RCO STAFF FROM RCO 

E.O. 11652: GDS 
TAGS: ACOM ASEC 

SUBJ: SEM-1012 DISINTEGRATOR INSTALLATION FOR KINSHASA CCC 

REF: A. MONROVIA 9122, B. ACCRA 006 

1 . IN CONSULTATION WITH RSO, CRO AND TCU, HAVE DETERMINED THAT 
POST PERSONNEL DESIRE RETAIN INCINERATOR AS OPERATIONS BACK-UP 
TO DISINTEGRATOR. ADDITIONALLY, THEY RECOMMEND UNIT BE PLACED ON 
EMERGENCY POWER. 

2. POST STRONGLY OPPOSED TO SEALING OFF DOOR FROM VAULT TO ROOF 
SINCE THERE WOULD BE NO RPT NO OTHER SUITABLE ACCESS TO ROOF, 
ANTENNAS, AND PROPOSED BACK-UP DESTRUCTION DEVICE. DOOR ALSO 
SERVES AS AN EXCELLENT AVENUE OF ESCAPE SHOULD RIOTING, FIRE OR 
OTHER EMERGENCY DEVELOP IN HALLWAY OUTSIDE VAULT. 

3. CONCUR WITH POST POSITION ABOVE MATTERS AND BELIEVE NO RPT NO 
FURTHER ACTION SHOULD BE CONTEMPLATED AT THIS TIME WITH RESPECT 
TO SEALING DOOR AND REMOVING INCINERATOR. 

CUTLER 

CONFIDENTIAL 
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